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MEMORANDUM FOR: 
SUBJECT : 

REFERENCE 


Director of Medical Services 

Inspector General’s Survey of the Office of 
Medical Services 

Memo dtd 2 Dec 68 to Exec. Dir-Compt. frm 
DD/S, same subject 


1. Attached is a copy of a memorandum, dated 23 December 1968, 
from the Executive Director -Comptroller in reply to referent memorandum. 

2. Please let me have by 30 January 1969 your proposed reply to 
part "a" of Recommendation No. 7 of the Inspector General's Survey of 
your Office so that I may forward m y reply by 7 February 1969 . 
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I Jfohn W . Coi 
tkng Deputy Ditfectoi 
for Support 


Memo dtd 23 Dec 68 to DD/S 
fr Ex Dir-Compt, subj: same 
as above 
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g3 DEC 1968 


MEMORANDUM FOR: Deputy Director for Support 

SUBJECT : Inspector General's Survey of the 

Office of Medical Services 


1. I have reviewed your reply to my request of 

26 September I960 for a report of your action on recommendations 
N 03 . 5, 6, 7, and 14 of the Inspector General's Survey of the 
Office of Medical Services. Your response on Nos. 5, 6, 14, 
and part "b" of No. 7 i3 entirely satisfactory. 

2. You may defer until 7 February 1969 your reply 

to part "a" of No. 7, which recommended the establishment of 
a Medical Services Division to consist of the existing Psychiatric 
Staff and Clinical Division. 

/s/ L. K. White 
L. K. White 

Executive Director-Comptroller 


cc: inspector General 
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